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November If 66 


MEMORANDUM FOR THE RECORD 

SUBJECT* DiictusiOA of Gaps and Dtfidtsciei with the 

Frnntdant** Foreign Intelligence Advisory Board, 
Latin American Panel, IS I iottmbcr if 66 


i* The first briefing af a PFIAJB panel on M gapa eM 


deficiencies” look place yesterday in 


'a office. Present for 


«he JPFIAB were Chairman Murphy and Admiral Sides (as well as 
Garden Gray, sitting in an Chairman of the Counterintelligence 
Panel, for about half due time) and Coyne and Ash. I I 
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4. Mmphf asked «en« searching questions about meet of 
Amba § seder # concerned, prefacing this fry saying tfey* h# wmtod 
»«r freak assessment of tbs aerfo y- macs of th eaa individuals vi« *&- 
vl« the collection of intelligence* | mewtrsd these questions 


te Murphy** apparent satiaf actio* and with as appropriate degree of 
iiccntteeu I interjected a. deliberately somewhat flipp ant cauti on ary 
nets by saying that of coarse oar people would deny under oath having: 
made such ftitnassis. Mr. Morphy laughed and gave every indica- 
tion of getting the message on this one. 


?. Messrs. 


then proceeded to answer « 

countries covered in the aaaaaai 


battery of Questi ons on the 
submitted, l.e. , 

!» addition to tho^meMvias on wuuget ami personae* noted grave, 
Murphy reverted several tirade to particular points. These included 
tfee status of radio operati ons) arrangetoests lor report- 


ing ha the event of drastically chafed conditions; the targeting and 
quality of £mfeaeey reporting; and the coverage by [ 


On this latter point the Agency representatives eatplaiaed that 
potential ^pos ition groups are reluctant to confide their plane to 

' ^ ssr fear of invoking repressive action. <*» the part of 

®* They indicated that this is the principal reason why 


1 


25X1 


25X1 

25X1 

25X1 


destine reporting is much more likely to produce reliable information 
on projected coups than Is overt caftUcttoeu The PFIAB members felt 
***** this might indicate a general weakness in the U. B. policy paste**, 

5. Mr. Grey commented that It seemed to him, in hie 
capacity as Chairman of fee Counts r intelligence Panel, that there is 
insufficient priority on Cl matter* in the intelligence community, 
rad naked whether enough money was being allocated: to tots. 1 said 
*hai in this field money la »ncb lose an important factor than are 
adequately trained personnel, the development of appropriate techniques, 
av&pert mechanisms, etc. 1 referred bias to the roundup ef CIA and 
I&A activities directed against Soviet Bloc installation*,, which had 
bran seat to the Board in response to a rceo r vnendatien stemming 
frstte the Gray- Coyne trip to Scandinavia. He had net seen this, but 
Coyne told him ft was waiting in Me folder for him, I commended 
this also to Mr. Murphy’s particular attention. 

9* JDerlag a discussion ef coverage ef internal commuMc aliens 
Murphy shewed eoma uafamUI&rity with toe subject, whereupon 
Coyne raid tout people to the- community had been talkin g tor years 
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*b©*i taking an over-ail look at matter* of this kind, bat nothing 
waa «v«; done. I told toft group about toe work that has been going 
on in the SIGINT Committee, and particularly toe Intelligence 
Guidance Subcommittee, .along these lines. 1 said that a great deal 
of progress had been made over the last year or two and as 
Coyne knew, USIB had recently taken definitive action on Latin 
America In particular. Me professed never to have heard of any of 
this, bed Murphy seemed most interested. (I later had the appropriate 
OSIB reference called to Coyne's attention. ) 

1 0. Sides and Murphy Inquired about the coverage of 
possible missiles In Cuba, especially toe adequacy of reconnaissance. 

1 told them toad: tots was now considered to be more than adequate 
and that steps were being taken to reduce the coverage within 
acceptable limits. la this connection Mr. Brown explained toe continu- 
ing took that CIA and DIA take at toe information bearing on this 
problem. 


25X1 


AD/DCX/NIPE 


cc: DC I 
DDCI 

Enecutive Director 

DD/I 

DD/P 


■* 5 9»mM «8»H 3 oe W*tt 
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